BY THE SHORES OF LAKE GARDA

Will F. Taylor.
The lovely Lake Garda is situated in the North of Italy, and comes between the provinces of
Lombardy and Venezia. The beauty of the coast-line, with its towering background of snow-
clad mountains, is almost indescribable. Of the Italian lakes in the region of the Alps. Garda
is the largest, being upwards of thirty miles from one end to the other. The water is of enormous
depth, reaching to nearly 2,000 feet in places.
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